
Pine Rest Sanitarium 


Grand Rapids , Mich. 










PINE REST 

WAS BUILT IN 1940 

• Its central part contains quarters for ad¬ 
ministration, surgery, dental facilities, X-Ray, 
and laboratories. 

• The wing that is now complete offers beds 
for 65 patients. Only neurological and border¬ 
line mental conditions are cared for in this 
building. 
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